Brief comment text:

I strongly oppose the reconfiguration of the 900 MHz band proposed in the 24-240 bill. LoRa technology is essential for various industries, providing efficient IoT communication. Reallocating this spectrum could disrupt vital applications, stifling innovation and economic growth. It's crucial to maintain the current allocation to ensure the continued development of critical IoT infrastructure and to support industries that rely on this technology for low-power, long-range communication.
